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Apple IIGS: Headphone Impedance 


This article last reviewed: 24 January 1989 

The impedance of the headphone jack on the Apple IIGS is approximately 
4 3 ohms. 

This figure was arrived at because the port was designed to work with 
portable, Walkman-type headphones and their impedance is also 43 ohms. 
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